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OUTGOING TELEGRAM DIST: 
OPERATIONAL IMMEDIATE COMMO 2. ae 


25X1A 2 3 OPS 
| DATE 13 NOVEMBER 1956 


25X1A . 


ALFA 1323 


25X1A ayo 2300 FEST 9 INCH MM 225 roer 3 nor 25X1A 


25X1A | DELTA UNKNOWN 
| _____ NEGATIVE REGISTRY MARKS | ; 
25X1A ECHO 25X1A 
FOXTROT HONE Sen denhe ae slant lett e o 
GOLF___ NEGATIVe rt = __ 
wore, _ HONE | __ 


INDTA NONE 
JULIE NONE % % 
KITO SAME. AS MISSTON-1324, 
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KO CHANGE IW CLASS. 1 | 
[] DECLASSIFIED 


: TS § ’ 
GLASS, OWAMED asia 
srl 3904 pevieweRs-064540 
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